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WILLIAM SELLERS & CO., Incorporated. 


Philadelphia, Aug. 17th, 1887. 


Messrs. Wilson Bros. & Co. 
435 Chestnut St., Phila, 
Gentlemen? 

We enclose you a blue print showing the proposed 
arrengement for driving the Coining Room Shafting in U. S. Mint, 
this city, by means of belting, Since the drawing was nade we 
have coneluded that it would be as well to dispense with the 
Countersheft A. and drive the shaft B. direct from the main 
sheft by moving the pulley GC. to place marked D. We would then 
use 2 6 inch cross belt on to the pulley on shaft B. which will 
give the proper speed and direction for shaft. | 

Our priee for this re-arrangement of work including the 
Shafting, cutting and facing of walls, removing of the work not 
required and the precting of the new work complete, except 
belts, will be Seven hundred and forty-five dollars, ($745. ) 

This price is based upon the condition that we are to have 
returned to us such parts of the present work as are not required 
in this arrangemmt. If new 18 inch and 16 inch Double Belts are 
wanted, our price for the same made endless in position will be 
Two hundred and five dollars ($205. ) 

; We think this work could be pushed forward so as to be fin- 
ished the last of next week. The man part of the work would be 
erected whilst the Mint is in operation, but the final work of 
removing the shafts and placing in the new ones could be done 
on Saturday night and Sunday. 

Hoping this will be satisfactory, we remain 

Yours truly, 
Wm. Sellers & Co. Incorporated, 
(Signed) by Horace W. Sellers 
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William Sellers & Co., Incorporated. 
Philadelphia, 
August 17, 1887 


Messrs. Wilson Bros. & Co. 
435 Chestnut St., Phila. 


Gentlemen: 


We enclose you a blue print showing the proposed arrangement for driving the Coining 
Room Shafting in U.S. Mint, this city, by means of belting. Since the drawing was made we have 
concluded that it would be as well to dispense with the Countershaft A. and drive the shaft B. 
direct from the main shaft by moving the pulley C. to place marked D. We would then use a 6 
inch cross belt on to the pulley on shaft B. which will give the proper speed and direction for 
shaft. 


Our price for this re-arrangement of work including the Shafting, cutting and facing of 
walls, removing of the work not required and the erecting of the new work complete, except 
belts, will be Seven hundred and forty-five dollars, ($745.) 


This price is based upon the condition that we are to have returned to us such parts of the 
present work as are not required in this arrangement. If new 18 inch and 16 inch Double Belts 
are wanted, our price for the same made endless in position will be Two hundred and five dollars 
($205.) 


We think this work could be pushed forward so as to be finished the last of next week. 
The main part of the work would be erected whilst the Mint is in operation, but the final work of 
removing the shafts and placing in the new ones could be done on Saturday night and Sunday. 


Hoping this will be satisfactory, we remain 
Yours truly, 

Wm. Sellers & Co. Incorporated, 

(Signed) by Horace W. Sellers 


